STATEMENT OF LT. GEORGE BUTIER; 


I did see Jack Rubv in the fHtv Pan t j .• j ^ . 

, . » _ — -v or. uviw. j. uou nox, see 

bin in or near the City Hall on Sunday prior to the shooting. 


